K530 

HIGH-PERFORMANCE HEADPHONES 



HIGHLIGHTS 

XXL SPEAKERS WITH PATENTED 
VARIMOTION DIAPHRAGMS 
FOR INCREDIBLY ACCURATE 
RESPONSE 

EASY-TO-REPLACE, WASHABLE 
EAR PADS 

PATENTED SELF-AD 」 USTIN 日 
HEADBAND FOR PERFECT FIT 

GOLD-PLATED JACK PLUG WITH 
SCREW-ON ADAPTER 

SINGLE OXYGEN-FREE CABLE 
FORA COMFORTABLE FIT AND 
OPTIMUM AUDIO QUALITY 

REPLACEABLE EAR PADS 
UNBREAKABLE METAL ARCHES 


INSIDER'S CHOICE. 

With its clear, well-balanced sound, the K 已 30 is an ideal entry model 
into the sophisticated world of hi-fi. It offers perfect sound reproduc¬ 
tion over the entire frequency range. 


KEY SPECIFICATIONS 

System ： 

Design ： 

Color ： 

Frequency range ： 
Sensitivity ： 

Max. input power ： 

Input impedance ： 

Net weight (without cable )： 
Cable ： 

Mam connection ： 


Dynamic 

Semi-open Headphones 
White with chrome 
ISHzto 26kHz 
102dB SPL/V 
200mW 
己已 Ohms 
24 己 g 

99.9970 Oxygen-free cable 3m 
Hard gold-plated 3.5mm stereo 
mini jack and contacts 
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Features, specifications and appearance are subject to change without notice. 


EAN Code K53D ： 
9002761017953 







